This report 3 required dy law (7 USC 2143) Failure JO report according to the regulations Qpq [ J See reverse side for Interagency Repon Control No 

result m an order to cease and desist and to be subject to penalties as provided for m Section 2150 additional information. OiaO-DOA-AN 


UNITED states department of agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

57-R-0002 895 

FORM APPROVED 
owe NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
indude Zip Cade) 

MEDICAL COLLEGE OF GEORGIA 

1459 LANEY WALKER BLVD. 

OFFICE OF LAB. ANIMAL SERVICES 

AUGUSTA, GA 30912 
(706) 721-3278 

3. REPORTING FACILITY {Ust all locations where animals were housed or used in actual research, testing, teaching, or experimentaUon, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY L0CATlON$f$/fe5yl 


See Attached Listing 

Medical College of Georgia, Augusta, GA 


Animal Care Facility, Gracewood, GA 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attaph additional sheets if necessary or use APHIS FORM 7023A } 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B, Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
expenments, or 
tests wera 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C • 

D + E) 

4. Dogs 

0 

0 

22 

0 

22 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

. 0 

0 

7. Hamsters 

45 

0 

101 

0 

101 

8. Rabbits 

2 

0 

336 

0 

336 

9. Non*Human Primates 

0 

39 

0 

0 

39 

10. Sheep 

3 

0 

0 

0 

0 

1 1 , Pigs 

12 

0 

44 

0 

44 

12, Animals 

1 

0 

0 

0 

0 

goat 

2 

0 

0 

0 . 

0 

13, Other Animals 












« 






• 






ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and IranquiJizing drugs, pnor to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Ahimal Care and Use Committee (lACUC). A summary of all the exceptions » attached to this annual report. In 
addibon to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C, Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

.'¥yo/ 


APHIS I rw&w w;, whlch IS obsoiste PART 1 “ HEADQUARTERS 

(AUG 91) 




























































This report is re<?uired by faw (7 USC 2143) Failure to report according to the regulations can See reverse s»de for interagency Report Control No 

result in an 'order to cease and desist and to be subject to penalties as provided for in Section 21 50 additional information 0180-DOA-AN 


UNrreD STATES DEPARTMENT OF AGRICULTURE 

ANMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGtSTFAlTON NO. CUSTOMER NO. 

57-R-0004 910 

FORM APPROVED 

OMB no. 0579-0036 

2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered with USDA, 
/nc/ude Z7p Code) 

MERCER UNh/ERSrrV 

1400 COLEMAN AVE 

MACON, GA 31207 

3. REPORTING FACtUTY (Usl all locations where ammals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


f AaUTY LOCATlONSfs/fes) 


mercer UN(VERSrTY-MACON 
MACON, GA 31207 


SOUTHERN SCHOOL OF PHARMACY 
ATLANTA, GA 30341-4115 


REPORT Of ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAQUTY (Attach addHionai sheets if necessary or use APHIS FORM 7023A } 

A. 

AnimaJs Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testirig, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals 
which teaching, 
research. 
Bxpenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
useof peio- 
relieving drugs. 

D. Number cf animals upon 
which ejqperimerxs, 
teaching, researoh, 
surgery, or tests were 
conducted involvir>g 
accompanying pain or 
distress to the animals 
and for which apprx)piiate 
anesthetic, analgesic, or 
tranquilizing drugs ware 
used 

E. Number of arxmals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanyir >9 pam or distress 
to the animals and for which the use of appfxspriate 
anesthetic, artalgasic. or tranquiliztng drvi^ would 
have adversely affected the procedures, results, or 
interpretation of (he teaching, research, 
sxpenments, surgery, or tests. (An expianahon of 
the procedures producing pain or distress in these 
animats and the reasons such drugs wore not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANMALS 

(Coto.C> 

0^ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

6 

72 



72 

7. Hamsters 






8. Rabbits 

3 

1 

117 

I — LJl^1lllr^Tl^w^.^■^l-■ TI-.TT 

118 

9. Nor>*Human Primates 






10. Sheep 






11 Pigs 






12. Other Farm Animals 












13, Other Animals 
























ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the cam, tmatment. and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pror to, dunng, 
and foltowjog actual research, teaching, testing, surgery, or expenmentation wem followed by this research facility. 


2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhenrtg to the starKterds and regulations urKter the Act, and it has requirsd that exceptions to the starxlards anti reguletions be specified end explained by the 
pnncjpal investigator and approved by the Institutional Animal Care ar>d Use Committee (lACUC). A euimtvy of ail the exceptions is attached to this annuaJ report in 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanation of the exceptions, well as the species and number of animats affected. 


4 ) The atterxiing vetehnanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care arxi use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/26/2001 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 19-23 (Oct 86), which Is obsolets 


PART 1 - HEADQUARTERS 






















r 



TJnis repo.t is r^cwired by (aw (7 USC 2143) Failure to report accordir^g to the regulations car^ 
result in an ordi^'" to cease and desist and to be subject to penalties as provided for n Section 2^50 


U:-..TEO STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
acditional information. 


Interagency Report Control No 
0180-OOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

57-R-0005 900 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, | 

{ include Zip Code) 


UNIVERSITY OF GEORGIA 

OFFICE OF VICE PRES 

FOR RSCH 

BOYDGRAD. RSCHCTR RM.612 

ATHENS, GA 30602 
(706) 542-3360 



sheets if necessary.) 




1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additiofrst sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0, Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthebc, anaigesiC. or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
an esthetic, an algesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretabon of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D + E) 

— 


4, Dogs 


5. Cats 


357 


256 




6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Goats 


see next page 

1 3. Other Animals 


Gerbils 


Cottonrats 


Virginia opossum 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizmg drugs, prior to. dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee {lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC -approved exceptions, this summary indudes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


Qir^MATI KZfLnP r. hr IN.RTiTllTinMAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


8), which is obsolete 


11/14/01 

PART 1 - HEADQUARTERS 













































Interagency Repon Control No 
0180-OOA-AN 


ThfS report is required by law (7 (JSC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UltITEO STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

57-R-0005 900 

FORM APPROVED 

0MB NO, 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (N3me and Address, as registered wifri USDA. I 

include Zip Code) 


UNIVERSITY OF GEORGIA 

OFFICE OF VICE PRES 

FOR RSCH 

BOYD GRAD. RSCH CTR RM. 61 2 

ATHENS. GA 30602 


(706) 542-3360 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

Other Animals 

B. Number of 
animals being 
bred. 

conditioned, or 
heid for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animais upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

0 ♦£) 

Gray squirrel 

2 





Flying squirrel 


2 



2 

Deer Mice 


2 



2 

Cotton Mice 


40 



40 

Raccoons 



5 


5 







OTHER FARM ANIM/ 

IS 





cattle 

155 

45 

7 


52 

horses/ponies 


34 

18 


52 























































. 

9 






ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing dnjgs, prior to. dunng. 
and following actuai research, teaching, tesbng, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected, 

4 ) The attending vetennarian for this research facility has appropriate aulhonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFY ATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


r P n np iMSTirtiTinMAi nppiriAi 


NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


tAUU Si; 


1 68), which is obsolete 


11/14/01 

PART 1 • HEADQUARTERS 






























USDA Registration Number 57-R-0005 
Customer Number 900 

University of Georgia, Athens, GA 
Facility Locations (Sites) 

College of Pharmacy Building, Main Campus 

Franklin College of Arts & Science, Life Science Bldg., 
Main Campus 

College of Veterinary Medicine (Main Campus), 

College of Veterinary Medicine, Riverbend and Oconee 
County Farms 

Savannah River Ecology Laboratories, Aiken, SC 



Vhis repdrt is &ouired by !aw (7 USC 2143). Failure to report according lo :he regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OP RESEARCH FACILITY 

(TYPE OR PRINT) 


r aV" 

o 


See reverse side for 
additional information. 


Interagency Report Control No 
018D'DOA-AN 


1, REGISTRATION NO. CUSTOMER NO. 

57-R-0010 891 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name ana Aaaress, as registered wlfh U5DA, I 

[ include Zip Code) 


GEORGIA INSTITUTE OF TECHNOLOGY 

225 NORTH AVE. 
ATLANTA. GA 30332 
(404) 651-4350 



3. REPORTING FACIUTY {List all locations where animais were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCAVONSfsrtes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if r^ecessary or use APHIS FORM 7023A } 

A, 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expen ments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relteving drugs. 

0. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were , 

conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching. , 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animais and for which the use of appropnate 
an esthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An exp • ^ation of 
the procedures producing pain or distrr n these 
animais and the reasons such drugs not used 

must be attached to this report) 

i ... . * 

F. 

total no. 

OF ANIMALS 

(Cols. C ♦ 
0>E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11, Pigs 


12. Other Farm Animals 



1 3. Other Animals 




ASSURANCE STATEMENTS 


1) Professionaily acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and iranquilizing drugs, pnor to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions lo the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, tn 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C, Section 2143) 


SIC 

^L 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


APHIS FORM 7023 (Replace* VS FORM 18-23 (Oct 88). which is obsolete PART 1 • HEADQUARTERS 

(AUG 91) 





















APHIS Form 7023 Site List 


The following sites have been reported by the facility. 

Registration Number: 57-R-0010 

Customer Number: 891 

Facility; GEORGIA INSTITUTE OF TECHNOLOGY 

225 NORTH AVE. 

ATLANTA, GA 30332 
(404) 651-4350 


PETIT INSTITUTE FOR BIO-ENGINEERING & BIO-SCIENCE 
225 NORTH AVENUE 
ATLANTA, GA 30332 



'>is report is required by Jaw (7 USC 2t43). Failure to report according to the regulancns can 
rtiuit in an on?er to cease and desist and to be subject to penalties as provided for n Section 2150. 


See reverse side for 
additional information 


D 


X 


JNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


REGISTRATION NO. 
57-R-0013 


unjn. 


CUSTOMER NO. 
883 


Interagency Report Control No 
OiaO-DOA-AN 


FORM APPROVED 
0MB NO. 0579^036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Wame andAMress, as regtsKrea jviih uSDA. 
Indude Zip Code) 

MOREHOUSE SCHOOL OF MEDICINE 
720 WESTVIEW DR.. S.W. BOX 212 
ATLANTA. GA 30310 
(404) 588-2881 


3, REPORTING FACtUTY (List aW tocaffons where antinals were housed or used to aaual research, testing, teaching, or experimentation, or held for these purposes. Attach additiohal 
sheets if necessary.) 


FACILITY LOCAT10NS(s//es) 


See Anacheo Listing Morehouse School of Medicine 

Medical Research Bid 


720 Westview Drive, S.W. 
Atlanta, Georgia 30310-1495 



643 Martin Luther King Jr. Drive, S.W. 
Atlanta, Georgia 30314 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FaCIUTY (Attach additionai sheets //necessary or use APH/S FORM 7023A ) 

A. 

Animats Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use m 
teaching, testing, 
expenments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animais upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
rellevmg drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involvirtg 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

£, Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or trangutlizing drugs would 
have adversely affected the procedures, results, or 
interpretatior> of the teaching , research, 
experiments, surgery, or tests, (An explartatton of 
the procedures producing pam or distress m these 
animals and the reasons such drugs were nor used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 


4. Dogs 


5, Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Ferrets 


13. Other Animais 


Salamanders 


Mice 


Rats 


ASSURANCE STATEMENTS 



15 


739 


241 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate vetehnary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

)ove is tate. correct, and complete {7 U.S.C, Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL {Type or Print) 



DATE SIGNED 


lich is obsolete 


//'<?d - 0 / 


PART 1 - HEADQUARTERS 






























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 

Registration Number: 57-R-001 3 

Customer Number: 883 

Facility: MOREHOUSE SCHOOL OF MEDICINE 

720 WESTVIEW DR., S.W. 60X212 1 I - j>0-2i.o , 

ATLANTA, GA 30310 
(404) 588-2881 


BASIC MEDICAL SCIENCE BUILDING 
720 WESTVIEW DRIVE, S.W. 
ATLANTA, GA 30310 


See reverse side for 
aodilionai informanon. 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result rn an order to cease and desist and to be subject to penalties as provided for m Section 2150. 



Interagency Report Ccntrcl No 


Q180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

57-R-0017 885 

FORM APPROVED 

0MB NO. 0579-0036 

2- HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wrth USDA. 
indude Zip Code) 

Fort Valley State Umversity 

1005 State University Drive 

Fort Valley, GA 31030 (478) 825-6333 

3. REPORTING FACILITY (Ust all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATIONSfs/fes; 


See Attached Listing 

Department of Veterinary Science 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACJUTY (Attach addithnai sheets ^necessary or use APHtS FORM 7Q23A ) 


A. 

Animals Covered 

By The Ammal 

Welfare Regulations 

1 S. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
axpenments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of patn- 
reiieving drugs. 

D. Number of animals upon 
which experfments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

1 E. Number of animals upon which teaching, 

1 axpenments, research, surgery or tests were 

conduaed mvotving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, an algesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
axpenments. surgery, or tests. (An explanation of 
the procedures producing path or distress m these 
animats and the reasons such drugs were not used 
must be attached to this report} 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ^ 

0 + E) 

4. Oogs 

0 

0 

12 

0 

12 

5. Cats 

0 

0 

13 

0 

13 

6. Guinea Pigs 

0 

0 

12 

0 

12 

7. Hamstefs /Rats 

0/0 

0/0 

12/18 

0/0 

12/18 

8. Rabbits 

0 

5 

0 

0 

5 

9. NorvHuman Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

2 

0 

0 

2 

1 1 . Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 






cattle 

0 

6 

0 

0 

6 

1 3. Other Animals (mice. 

0 

0 

13 

0 

13 

goats 

0 

0 

5 

0 

5 

horses 

0 

3 

0 

0 

3 

gerbils 

0 

12 

0 

0 

12 

ASSURANCE STATEMENTS ■ . f 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, anaigesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or expeh mentation were foilcwed by this research faality. 


2) £ach piindpai investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regutitions be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (1ACUC). A summary of all the exceptions is attached to this annual report, tn 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speaes and number of animals affected. 

4 ) The attending velennarian for this research facility has approppate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aseecta of enimaJ rars and usa 


N BY HEADQUARTERS RESEARCH FACILfTY OFFfCJAL 
Ive Officer or Legally Responsible Institutional official) 
tie above is taie, correct and complete (7 U.S.C. Section 2143) 

I NAME & TITLE OF C-E.O. OR JNSTlTUTiONAL OFFICIAL (Type or Print) 


DATE SIGNED 




18), which is obsolete 


part 1 - HEADQUARTERS 


































































This report ;; required bv faw (7 USC 2143). Failure lo report according to the regulations can See reverse side for Interagency Reoon Control No 

resuli in an order to cease and desist and to oe subject to penalties as provided form Section 2150 additional information OiSO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

. .V , ^ -i 

1, REGISTRATION NO. CUSTOMER NO. 

57-R-0101 881 

FORM APPROVED 

0MB NO. 0579^036 

2. HEADQUARTERS RESEARCH FACILITY {Name and AdCress, as registered w/fh USDA. 
include Zip Code) 

NORTHSIDE HOSPITAL 

1000 JOHNSON FERRY ROAD 

EDUCATION DEPARTMENT 

ATLANTA, GA 30342 
(404) 851-8000 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/^es; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionaf sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E, Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
an esthetic, an algesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pam or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

0 + E) 

4. Dogs 





<0 

5, Cats 





o 

6. Guinea Pigs 





o 

7. Hamsters 





o 

3. Rabbits 





__i2 

9. Non-Human Primates 







10. Sheep 





_J2 

1 1 . Pigs 



S' 


S' 

12. Other Farm Animals 





o 






0 

13, Other Animals 





o 






o 

9 





o 

- 





0 

ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizmg drugs, pnor to. dunng, 
and following actual research, teaching, testing, surgery, or expehmentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC), A summary of alt the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research faaiily has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL {7-/peorPmi) 

DATE SIGNED 


APHIS PORMf7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


























This report is required by taw {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 

UNITED STATES DEPARTMENT OF AGRICULTURE TT 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information 


CA 


Interagency Report Control No 
0180-OOA-AN 


1. REGISTRATION NO, 
57’R-0105 

CUSTOMER NO. 

876 

FORM APPROVED 

OM8 NO. 0579U3036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name 3nd Address, as registered with USDA, I 

inctude Zip Code) 

IMMUCOR, INC. 

3130 GATEWAY DR. 

PO BOX 5625 

NORCROSS, GA 30091 
(770) 441-2051 



sheets if necessary.) 


See Attached Listing 

(Same as item 2 above) 


FACILITY L0CAT10NS('s/fes) 



I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7023A ) 

A, 

Animals Covered 

By The Animal 

Welfare Regulabons 

B. Number of 
animals being 
bred, 

condiboned, or 
held for use in 
teachjr>g, lasting, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relie vtng drugs. 

D, Number of animals upon 
which experiments, 
teachir^g, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
• and for which appropnate 
anesthebc. analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquilizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
experiments, surgery, or tests. fA/i explanation of 
the procedures producing pain or distress in these 
animals and the reasorrs such drugs were not used 
must be attached ID this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

— 

0 

0 

8. Rabbits 

10 

0 

65 

0 

65 

9. Non-Human Primates 

0 

0 

0 

0 

— 

0 


10. Sheep 




11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 



1 3. Other Animals 

0 

0 

0 

0 

0 



ASSURANCE STATEMENTS 


1) Professionally acceptable star^dards governing the care, treatment and use of anirrtais, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, phor to, during, 
and foUowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered altemabves to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal invesbgator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addibon to identifying the lACUC-approved exceptions, this summary ir>cludes a brief explanab'on of the excepbons, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authonty to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTJFICATJON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

\ certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

ci/sMATtiDc; nc r c n no iuqtiti inniUAi r^^crir^lAL 

f 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


/ yrhich is obsolete PART 1 - HEA^QU ALTERS 































































This report is required by faw (7 USC 2143) Failure to report according so the regulaiicc.s can 
resuil in an o'der to cease and desist and to oe subject to penalties as provided for 'H Section 2t50 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 



\J 


UNITED states department Of AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR P^4A47V6 - 2 0 0 1 IN 

1. REGISTRATION NO- CUSTOMER NO. 

57-R-0110 971 

FORM APPROVED 
owe NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

MEMORIAL HEALTH UNIVERSITY MC 

P.O. BOX 23089 

SAVANNAH. GA 31403 
(912)350-8000 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or ex pen mentation, or held for these purposes. Attach additional 
sheets jf necessary.) 


FACIUTY L0CAT10NSfsrfes> 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) | 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experimenta, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
teste were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretatioo of the teaching, research, 
experiments, surgery, or tests. (An explanatton of 
the procedures producing pain or disiress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

rcois. c ♦ 

O + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 


n 




1 2. Other Farm Animals 












1 3. Other Animals 


















* 






ASSURANCE STATEMENTS 


1 


1) ProfessionaJly acceptable standards governing the care, treatment, and use of animats, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, poor to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each pnndpal investigator has considered alternatives to painful procedures. 


3) This fadiity is adhering to the standart^ and regufatrons under the Act. and rf hss reqowiad ihai to toe ateiTdards and regulations be spoofied and explained by the 

principal investigator and approved by ttie Institutional Animal Care and Use Committee (lACUC). A sunwnary of afl the excepUona is attached to this annual report. In 
addition lo identifying the lACUC-app roved exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is trvie, correct, arKi complete (7 U.S.C. Section 2143) 


SIGN - - 

— 

‘"^FICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 





iza^ 







APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 1&-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 











This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result :n an order to cease ana desist and to be subject to penalties as provided ^cr .n Section 2150 


See reverse side lor 
additional information. 


\ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

57-R-0114 


CUSTOMER NO. 

1709 


Interagency Report Control No 
0180'DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered mh USDA. 
include Zip Code) 



1130 CROSSTOWN COURT 
PEACHTREE CITY. GA 30269 
(770} 486-0077 


X REPORTING FACILITY ^Usl aJi locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/res; 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets / necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare ReguiaVons 


8. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teachiftg, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which aopropnate 
anesmetic, analgesic, or 
tranqulhzing drugs were 
used. 


£. Number of antmals upon which teaching, 
expenments, research, surgery or tests were 
conducted ins^lving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic. analgesic, or tranpuiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. {An exp/anafibn of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8, Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C,E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL {Type or Pnnt) DATE SIGNED 

I li 

APHIS FORM 7023 I (RtpZcea vs is/, w/iicit is obsolete PART 1 • HEADQUARTERS 

(AUG 91) 






















This report is required by iaw (7 USC 2143). Failure to report acccfOirig to the regulations can 
result in an order to cease and desist and to be suDject to penalties as provided for tn Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


Interagency Report Control No 
Q180-DOA-AN 



1. REGISTRATION NO. 
57-R-0115 

CUSTOMER NO. 
10793 

FORM APPROVED 

0MB NO. 0579-CQ36 

1 2. HEADQUARTERS RESEARCH FACILITY (Nam© and Address, as registered mh USDA, | 

include Zip Code) 

ATLANTA CARDIOLOGY FOUNDATION 

5665 PEACHTREE-DUNWOODY ROAD 

SUITE 225 

ATLANTA. GA 30342 
(770) 209-7150 


sheets if necessary.) 


FACILITY LOCATIONSrs/feSj 


See Attached Listing 

3155 Morthwoods Place. Norcross . GA30071 


Valley Brook Farm, 1591 Davis Academy Rd., Madison, GA 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiliztng drugs were 
used. 

E, Number of animaJs upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the prtjcedurea. results, or 
Interpretation of the teaching, research, 
expenments. surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D* E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



10. Sheep 


1 1 , Pigs 




441 


1 2. Other Farm Animals 



13. Other Animals 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the I ACUC -approved exceptions. Ihis summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SinWATlJRF OF C E O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type orPnnt) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 

^ f't C'O) 


PART 1 • HEADQUARTERS 






























i*; renuired bv iaw (7 USC 2143). Failure to report acoxtiing to tbe regulations can 

and and to be sobjeC .0 penaWee as provded for ^ Secbon 2150 


e-r 

See reverse side for 
additional infonnation. 


nfki|TPn .qTATgS D£PARTI^NT OF AGfflCULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRJ^-)] 6 -20Q] RCVD 


1. REGISTRATION NO. 
22-R-0121 


CUSTOMER NO. 

1719 


Interagency Report Control No 
pi80-00A-AN 

FORM APPROVED 
0MB NO. 0579-0036 




2 _ hEADQUA*>TEPS FACILITY (Name and Address, as registered with L/SPA. 

include Zip Code) 

MEFUAL LIMITED 

3239 SATELLITE BLVD.. BLDG 500 
DULUTH, GA 30096 
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Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Numberdf 
animals upon 
which teaching, 
research, 
experiments, or 
tests, were 
conducted 
involving no 
pain, distress, or 
useof pakv* 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching research, 
surgery, or tests ww 
conducted involving 
accompanying pain or 
distress to the animajs 
and for which appropriate- 
anesthetic, analgesic, or 
tranquiHzing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conduaed involving accompanying pam or distress 
to the animals arnl for which the use of appropnate 
anes metic,a n a lge 3 ic. or tranquMteing dmgs would 
have adversely affected foe procedures, results, or 
interpretation of foe teaching, research, 
fflcperiments.. surgery, or tests. (An exp/enaffon o7 
£rta procedures producing pain or distress m these 
anirnaits arxftfje reasons such dwgs were not used 
must ha attached ia this report) 
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PART 1 - HEADQUAfrtERS 



Attachment A for APHIS form 7023 


(b)(4) 


1.0 Column E, Line 5, Animal - Cats 

1 . 1 Sixteen cats were used in a study for development of a product] 

The development studies for this compound require assessment of 
efficacy in the target animal species using a model of acute pain. In this study 
four cats experienced a painful situation for a time period of < 48 hours. The 
addition of other analgesics would interfere with the evaluation of this 
compound. 


2.0 Column E, Line 7, Animal - Hamsters 

2. 1 Five thousand one hundred thirty hamsters were used in tsg ting bacterin prior 
to release for sale as required by ' 7his testing 

requires challenging hamsters with the virulent agent in order to evaluate 
bacterin efficacy and potency. 2365 hamsters experienced weightless, 
debilitation and/or death. Anesthetics, analgesics and tranquilizing drugs are 
not appropriate for this agent and would interfere with the evaluation of this 
bacterin. 




APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 22-R-0121 

Customer Number: 1719 

Facility MERIAL LIMITED 

3239 SATELLITE BLVD., BLDG 500 
DULUTK, GA 30096 



MERIAL 
6498 JADE RD 
FULTON. MO 65251 

COLBERT, GA 
JOHNNY MCELROY RD 
COLBERT, GA 30628 

ATHENS, GA 

115 TRANSTECH DR 

ATHENS. GA 30601 


TTiis report is required by law (7 USC 2143). Faikife to report according to the regUabons can 
result in an orter to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for ^ 
additional information. 



yMr npn statfs pgpARTME^ of agriculture 

ANIMAL AND PLAWT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

57-R-0116 


CUSTOMER NO. 
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interagency Report Control No 
0ia<>-DOA-AN 


FORM APPROVED 
OM&NO. 0579^)036 


2. headquarters RESEARCH FACUJTY (Name and Adrt^ss, as negrsferedwthuSDA^ 

ANNUAL REPORT OF RESEARCH FACILITY inchJde Zip Code) 

(TYPE OR PRINT) iS^TELLFTE BLVD., BLDG 500 

DULUTH. GA 30096 

(678)638-3000 

3. RHWTi'nG FACILITY (list aU locations 'where animals'were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional ~~ 

sheets if necessary.) _ - - 

FADLITY LOCAT10NS(scles; 


SeeMtactied Usong 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OFRESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7Q23A ) 


Animals Covered 
By The Animat 
Wetfere Regutotione 


B. Number of 
animals being 
bred. 

conditioned, or 
heRtforuseia 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
resaarch, 
expe om e n ^ or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieMng drugs. 


0. Number of animats upon 
which experiments, 
teaching, resaarch, 
surgery, or tests were 
conducted invoiving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiRzing drxigs were 
used. 


Number of anrmais upon which teaching, 
experimeats.. research., surgery or tests were 
conducted involving accompanying pain ordistress 
to the animals and for which the use of appropriate 
arttsthetlc.analgesic. ortranquiitzing drugs would 
have adversely affected the procedures, results, or 
i nte r pretati on of the teaching, rese&ch. 
experiments, surgery, or tests. (An exfrianation of 
the procedures producing pain or d/streseilnLdiese 
ankne/s and tfie reasons such drugs were not used 
mast be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C > 
D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 


Ffenrets 




ASSURANCE STATEMENTS - - — 

1) Profeasionafly acceptable standanls governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquifizing drugs, prior to, during, 
and following actual research, teaching, testteg. surgery, oreiteefimentatioft were followed by this research fodlity. 

2y Esch p f m dp a l inve stigoto rhaecon s idCTedaHe nr> a tiv es.tapainfciLpfocedures> 

3) This fadfity is adhering to the standards and regulations under the AcL and it has required that exceptions to 

principal investigator and approved by the in s tit u tkm al Animal Care and Use Commitoe (lACUQ. A sureniafy of aU the te 

addilior, to Identifying the lACUC-eppfoved exceptions, thistummaiy Indudese brief expla n a ti on the exceptions,, as. well as the species and nu ber 

4) Theaftandtagveterinarianfofthisresearchfad%hasappropriateairihotttytoensurethepftwak«ofadequateYelerirwy<M^ 

aspects of animal care and use. .. 
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l certify that the above is true, conert ^nd complete (7 U.S.C. Section 214 3) 
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DATE SIGNED 


API^ 

( 


aces VS FORM 18-23 (Oct 88). which ie obsoleto 


PART 1 - HEADQUAR 








Attachment A for APHIS form 7023 


1.0 Column E, Line 4, Animal - Dogs 

1 . 1 Sixty dogs were used in studies for development of a preventative vaccine for 

a dog disease endemic in the United States. The development studies for this 
vaccine require challenge of dogs with this virulent agent in order to evaluate 
the vaccines efficacy and potency. Thi^estin^^jequired by the USDA for 
licensing of this product as stated in Eight dogs experienced 

anorexia, debilitation and/or death. Anesthetics, analgesics, and tranquilizing 
drugs are not appropriate treatment for this agent and Would interfere with the 
evaluation of this vaccine. 

2.0 Column E, Line 5, Animal - Cats 

2.1 Twenty cats were used in studies for development of a preventative vaccine 

for a cat disease endemic in the United States. The development studies for 
this vaccine require challenge of cats with this virulent agent in order to 
evaluate the vaccines efficacy and potency. Thi^eshn^^equired by the 
USDA for licensing of this product as stated Sixteen cats 

experienced neurological symptoms and/or death. Anesthetics, analgesics, 
and tranquilizing drugs are not appropriate treatment for this agent and would 
interfere with the evaluation of this vaccine 

3.0 Column E, Line 13B, Animal - Ferrets 

3.1 Six hundred seven ty hamsters were used in tes ting bacterin prior to release for 

sale as required This testing requires 

challenging hamsters with the virulent agent in order to evaluate bacterin 
efficacy and potency. Three hundred sixty nine hamsters experienced weight 
loss, debilitation and or death. Anesthetics, analgesics, and tranquilizing 
drugs are not appropriate treatment for this agent and would interfere with the 
evaluation of this bacterin. 




APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 57-R-0116 

Customer Number: 1719 

Facility: MERIAL LIMITED 

3239 SATELLITE BLVD., BLDG 500 
DULUTH, GA 30096 
(678) 638-3000 


MERIAL 
6498 JADE RD 
FULTON, MO 65251 

COLBERT. GA 
JOHNNY MCELROY RD 
COLBERT, GA 30628 

ATHENS, GA 
115 TRANSTECH DR 
ATHENS, GA 30601 


